To: Schmittdiel, Paula[Schmittdiel. Paula@epa.gov] 

From: Kautsky, Mark 

Sent: Mon 8/10/2015 5:19:37 PM 

Subject: Gold King Mine Spill 

Mark Kautskv.vcf 


Hello Paula- 

I appreciate that you must be busy addressing responses to the public concerning the Gold King 
Mine spill but I would appreciate knowing where to look to begin seeing the analytical results, 
locations, and time/date of the surface water monitoring. Will you be posting the results on your 
website? Please let me know. 


Thank you, 

Mark Kautsky 
U.S. Department of Energy 
2597 Legacy Way 
Grand Junction, CO 81503 


Phone 970-248-6018 

Cellular 970-216-6462 

Email mark.kautsky@lm.doe.gov 
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